ETag: "f526f1e186b007210cffefeac0a0466f"
accept: */*
accept-encoding: gzip, deflate
authorization: LOW Q5MJdVEueYrhwX7Z:REDACTED_BY_IA_S3
content-length: 917
expect: 100-continue
host: s3.us.archive.org
pragma: no-cache
user-agent: Justia RECAP Document Uploader
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-case-name: Williamwest v. Morgan Buildings and Spas, Inc.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: laed
x-archive-meta-date-case-filed: 2007-02-14
x-archive-meta-docket-num: 2:07-cv-00977
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-neverindex: true
x-archive-meta-noindex: true
x-archive-meta-pacer-case-num: 112498
x-archive-queue-derive: 0
x-upload-date: 2009-09-09T03:09:33.000Z
